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Message Text 

UNCLASSIFIED 

PAGE 01 SINGAP 01971 091015Z 
ACTION EA-09 

INFO OCT-OI ISO-00 EB-07 /017 W 

09I0I6Z 093166/17 

R 090540Z MAY 77 
FM AMEMBASSY SINGAPORE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7692 
AMEMBASSY BANGKOK 
AMCONSUL HONG KONG 

UNCLAS SINGAPORE 1971 

E.O. 1 1652: N/A 
TAGS: BTIO, SN 

SUBJECT: FOREIGN GOVERNMENT TENDER-PUBLIC UTILITIES BOARD 

1. 559/0I/T-0027 

2. 050977 

3. CHARLES S AHLGREN 

4. 559 SINGAPORE 

5. N 

6A. WRITE TO- 

6B. TAY SIN YAN, CHIEF ELECTRICAL ENGINEER 

6C. PUBLIC UTILITIES BOARD 
PUB HEADQUARTERS BUILDING 
SOMERSET BUILDING 
SINGAPORE 9 

7. SPECIFICATION NO: TPSI/09/6.6/LV/77 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SINGAP 01971 091015Z 


8. 06/16/77 (2:15 PM SINGAPORE TIME) 

9.201 

10. 36122-SUPPLY, DELIVERY AND INSTALLATION OE 
240 UNITS OF 1,000 KVA (ONAN) 6,600/433-250 VOLTS 
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COMPLETELY SEALED TYPE DISTRIBUTION TRANSEORMERS. 

SUPPLY, DELIVERY AND INSTALLATION OE 60 UNITS OE 500 KVA (ONAN 
6,600/433-250 VOLTS COMPLETELY SEALED TYPE DISTRIBUTION TRANS- 
EORMERS. ALL ITEMS SHOULD BE DESIGNED, MANUEACTURED AND TESTED 
GENERALLY IN ACCORDANCE WITH THE LATEST REVISION OF THE FOLLOWING 
STANDARDS EXCEPT WHERE SPECIEICALLY DIRECTED OTHERWISE: 

A. TRANSEORMERS-BRITISH STANDARD (BS) 171 

B. TRANSEORMER OIL- BS 148 

C. CABLE BOX INSULATING COMPOUND-BS 1858 

D. GALVANISING-BS 433 OR BS 729 

E. WELDING-BS 

E. HIGH VOLTAGE TEST TECHNIQUE-BS 923 OR 

lEC (INTERNATIONAL ELECTROTECHNICAL COMMISSION)60 

G. SOUND LEVEL MEASURING METER-BS 4197 

THE AUXILIARY SUPPLY VOLTAGES SHALL BE 230/400 
VOLT AC AND 30 VOLT DC. THE TRANSFORMERS SHALL 
HAVE THE RATED EREQUENCY OE 50 HZ. 

1 1 . TENDER DOCUMENTS MAY BE OBTAINED BY 
PAYING A TENDER DEPOSIT OP S$1,000 (APPROX. 

US$400) IN THE PORM OP A MONEY ORDER, MADE 
PAYABLE TO "PUBLIC UTILITIES BOARD" AND MAILED 
TO: PUBLIC UTILITIES BOARD, PINANCE DEPARTMENT, 

PUB BUILDING, SOMERSET ROAD, SINGAPORE 9. 

GRANT 

UNCLASSIPIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 09-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977SINGAP01971 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 62-0709 

Format: TEL 
From: SINGAPORE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770578/aaaacpnj.tel 

Line Count: 89 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: ad74c397-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 03-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2595150 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER-PUBLIC UTILITIES BOARD 
TAGS: BTIO, SN 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/ad74c397-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
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EO Systematic Review 
22 May 2009 
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